25X1 


25X1 



I.linn nr*v’rr v*» ith one or 
r iupoi-er -from, three ‘to 


cir 1 *, 
i 


Uinn hoists with drum diameters 
less than three meters 

Chain Cutting (Channeling*) Machines with 
rope draw (for cutting coal) 

Mining (Coal) Combines 

Sectional Centrifugal (Rotary) Pumps 
for high pressure 

Centrifugal Pumps v/ith one-piece case 
for high pressure 

Rotary Air Compressors 

Mining Ventilators (Blowers) 

"Sirocco" -type 

Mining Ventilators (Blowers) 

"Rato” (?) -type 


Mine Cars 


N K M 7. 5 U Z T L! i NK M 
j_ [ i FI p tvr o s t al 

Former ,, Rosse ! ! Plant in Stalino 
Gorlovka Machine-Building Plant 

n— 

" — 



—.-(I—. 

Gorlovka Mac hine -Building Plant 
and former "Dosse" Plant 
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Ty pe s of qi i i pm on t 


Steel Hopes for common use 
S cr aper C onveyers 
S hale ing C onveyers 
Belt- Conveyers 

Belt Transferers (Transshipmenters) 
Elevators 

Accumulator Mime Lamps 

Screening Machines of different 
k inds and pr oduc t ive c apa c ity 

Flotation Concentration Machines 

Mine Cages (Buckets) 

Mine Skips 

Dragline Scraper Installations 

Slope (Gradient) Installations 
(for descending) 

Slope (Gradient) Hoisting Winches 
(for 1. if ting) 

Excavators of heavy and medium tynes 
with one bucket (and multi -bucket type?) 

Mott i- Bucket (?) Excavators of light 
r v: '.nx 


Plant s manufacturing the equipment 

Plants in Odessa*, Kharkov, Moscow 

Former ; *Bo3se fl Plant in Stalino 

Former "Bosse" Plant, Stalino 

-Zavod imeni Yanvarskogo Vos- 
s tanjya'b. Odessa 

ft 

Plant "Svet Shachtera" in Kharkov 
Former n Bosse tr Plant, Stalino 

ii 

n .... 

■ »; 

H 

it 

Former "Bosse'i Plant, Stalino 

u z t n 

Kovrov Machine-Building Plant 


Two large Excavators (one of them v;as of 
]-*• wluc t iv o capacity o90 cubic h era p or mmi" i 
another one-160 cubic meters per hour) v;epe 
designed for Kamhish buruns tr oy and v/e re under 
construction before the outbreak of Vforld VI by 
II 


U K M Z 


One large Belt Transferer (Bandv/aren) 

( productive capacity approximately 720 
cubic meters per hour) was built for 
Kamh is hbur uns t r qy 

Mine File Drivers (steel) 

Mine Steel Structures of different types 

Mine Car Dumpers 

Hammer Crushers 

Crushers, "Symons ,f type 

Crushers, "Blake" type, and some other 
types of Concentrating Machines 

Ball (Pebble) Mills, large sixes 

Ball (Pebble) Mills 

Runners 


N K M Z 

Former "Bosse" Plant, Stalino 

_ _M 

t» 

-- 1 ’ — and H K M 2 
U :: T K 

U 2 T M and Machine-building 
Plant in Vhiksa (on the Volga) 

N K U Z 

F ormer "Bosse" Plant, Stalino 
Former "fosse" Plant, Stalino 
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Types of equipment 

Electr motors and other electrical 
equipment 

Fiine Electric Looonotivs 
Spare Parts for mine equipment 

Blast Furnace Equipment 

Open-Hearth Furnace Equipment 

Bessemer Converters 

Mixers (Molding Furnaces) 

Slag Ladle Cars (Ladle Cars 
for slag transportation) 

Steel Structures for Cupola Furnaces 
(Cases) 

Slat Feeders of heavy types 

Rolling Mill Working Stands for hot 
rolling-tv/o-high type and t hr no-high 
ty^e, including the largest 

Rolling Mill Live Rollers 

Lengthening Rollers (Tables) 

Transportation Rollers (Tables) 
Lifting-Swinging Tables 
Lifting-Turning Tables 
fuming Tables 

Pinion Stands, including the largv.uj 
Connecting Spindles (Sets) 


Plants manufacturing the equipment 

ICh E H Z (Khai'kov Electrical 
Machine-building Plant) ; M E Z 
(Moscow Electrical Plants 3 E Z 
(Saratov Electrical PlantJ 

Kolomna Machine-building Plant (?) 

Gorlovka Machine-building Plant; 
former "Bocse" Plant and local 
workshops of mine administrations 

U Z T M, S K M Z 

it 

U Z T M, S K M Z 
U Z T M, N K M Z 
U Z T M, N K IH 


U Z T M, N K M Z, S K M Z, 

Former "Bosse" Plant,, G or lo vie a 
Machine-building Plant and so on 0 

U Z T 1.1, N K M Z in Electrostal 

U Z T M, N K U Z (primarily 
S K M Z) 


U Z T M, N K L, N K I.I Z in 
Electros t al 

U Z T M, N K M Z, N K M Z in 

■m « , 4- 

• , a-' -, v u l oo uux 

» 

U Z T M, N K M Z, N K M Z 
in Electrostal 

U Z T M, N K M Z (nov/p evidently, 
TJ K M Z in Electorstal) 

U Z T M, N K l.( Z, N K U Z 
in Electrostal 


Universal Spindles (Sets) 
Manipulators and Tilters 
Pushers for Blooms and Slabs 
Dockyard (Shipyard) Devices 
Furnace Pushers 
Fixed Adapters 

Adjustable (Regulatable) Adaptors 
Dragging Devices 
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Types of equipment. 

Fixed coolers (Scaffoldings) 

Mechanical Coolers 

Steel Furnace Plates for descending bars 
from furnaces to furnace rollers 

Guillotines for cutting blooms and slabs, 
with pressure 1^00 tons 

Open-type Shears for cutting piles of 
structural steel in cold state (pressure 
up to 350 tons) 

She^t Billet Shears 

Shears for cutting small structural 
steel in cold state 

Two— pair and Multi-pair Disk Shears 

Swing (Floating) Shears for cutting 
hot billets (Pressure 200 tons) 

Eccentric Flying Shears with advancing 
blades for cutting hot steel with cross 
section 32 x 32 millimeters, pressure 10 tons 

Stationary and Adjustable Disk Sled Sav/s 
for cutting section-shaped profile steel 

Gear Reducers for mine and metallurgical 
equipment-diffni rut hinds of them 

Roller Leveling (Straightening) Machines 
Doublers 

Reelcrs (Coiling Machines) 

Folding Machines 

Unreeling Machines 

Mills for cold rolling 

Experimental Mill for rolling in 
liquid state 

Experimental Rolling Mills It B M M 
of laboratory-type for rolling pinions 

Experimental Rolling Mill 2s K M of 
labor atoiy type for rolling profiles of 
changeable cross-sections 

Lubricating Equipment for rolling mills 

Charging Trucks 

Assembling Lifting Electrical Cranes 
Ladle Cranes 



Plants manufacturing the equipment 



u 

U Z T M, N It M 2, Tv r It M 2 in 

Electrostal 

N It H Z 
N It K 2 

N K U 2, U Z T M, S It M Z 
Voronezh Machine-building Plant 

N It M Z, S It M 2 

NKMZ 
N It U Z 

N It M 2, U Z T M, S K M Z 
N KHZ, U 7, T M, N It M Z in 

Electorstal 

S K M 2, U Z 1 wi* N it M 2 in 
Electrostal 

3 It H 2, N K M 2 

S It K Z 

S It M Z 

S K M Z 

S 1C M Z 

N It M Z 

Zs N I I T M A Sh workshops and 
cooperation 



Plant "Itrasny Metallist" in Leningrad 

N.K M 2, U 2 T M, S It U Z 

H K H 2, M It M 2 in Electrostal, 

0 2 T U (orsk Machine-building Plant) 


IT 



Stripper Cranes 
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Types of equipment 
Cranes ,, Tefigler M types 
"Pratzen” Cranes 
Charging-F filing Cranes 
Ground-Type Charging Machines 
Coke Pushers (Evtruriers) 

Transfer Cars for blooms transportation 

Carriages for blooms transportation 

Maneuvering Motors Cars 

Gas Generators (for cold gas) 

Disintegrators (for coal) 

Spare Parts for metallurgical equipment 
and mine hoisting winches 
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Plants manufacturing the equipment 

it-- 

t!_ 

}\ K I;I z 9 IT K H Z in Flectorstal 
II K U Z, N K U Z in Electrostal 
N K T.T Z 

II K I.! Z 9 U Z T M, W K LI Z 
in Klectrcstal 

M , 

Kolcmna Mac h ins -bu ild ing Plant (?) 
M IC M Z 
N K U Z 

iJ K M Z, U Z T M, S K M Z 
N K l\ Z in Electrostal and 
other plants of the Ministry of 
iieavy Machine -Guild ing 


~ end - 
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